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Building Installations 
Scales 1:10,000 
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Ije^’eKd to Attachment II (not previously described) 

23 o Internal guard post, 

25, Railroad connecting the plant area and the Stalovja Uola railroad station. 

26, Railroad connecting the plant area xdLth tho Roawadow railroad station* 

27* Plant enclosure* 
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2 8« Bus stop, automobile and bicycle parkin?’ place,, 1 
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